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THE ELMS MOTEL 

16 Ultra Modern Units, Air-Conditioned by Re¬ 
frigeration, Vented Wall Furnaces, Wall-to-wall 
Carpets, Tile Showers, Radios in each room. 
Designed for Comfort, Safety and Convenience 
of the Guest. Located on North Main, Miami, 
Okla. On U. S. Highways 66 and 69. 
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